7 


DOVER,  DEL.  Christ  Episcopal  Church  was  built  in 
1734.  Caeser  Rodney,  who  broke  the  tie  vote  to 
help  insure  the  Declaration  of  Independence  in 
1776,  is  buried  in  the  churchyard.  The  parish  was 
established  in  1705. 
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